A Summary of Reports 

of the Committee on Health and Environmental Protection 

To be Submitted to the City Council 
At the Meeting of June 5, 2013 
10:00 am, Council Chamber 

From the Meeting Held on June 4, 2013 


1. Annual Commonwealth Edison 2013 Summer Preparedness and 
2012 Reliability Report. 
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